Subject: Flooding Issues 
From: Laurie Hughes 
Date: 03/02/2017 02:27 PM 

To: Remmie Maden (remmie@lim-sp.com) <remmie@lim-sp.com>, Paul Solomon <emailpaulsolomon@gmail.com> 
CC: Kenneth Willahan (kenneth.p.willahan@lacity.org) <kenneth.p.willahan@lacity.org> 


Hello Paul and Remmie, 


Following our Board of Directors meeting this morning I had the pleasure 
of having lunch at the LAFD Station 95. 

I shared with them your issues with flooding along Century Blvd. and 
Vicksburg, and the concern about possible flooding of the data center in 
your building. 

Captain Willahan would welcome the opportunity to visit your building 
and see the data center firsthand. He also said that he could reach 
out to the City to add emphasis to your request to have the storm drains 
cleaned out. 


Ken Willahan Captain II 
Los Angeles Fire Department 
Fire Station 95 "C" Platoon 
213-485-6295 Office 
949-412-5477 Cell 

Please note our new address below. 

Laurie Hughes 
Executive Director 
Gateway Los Angeles 
9841 Airport Blvd., Ste #100 
Los Angeles, CA 90045 

www . cratewayla . orq <http : / /www . qatewavtola . orcr/> 
(310) 216-7328 Office 
(310) 418-2661 Mobile 
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